SAFETY & INSTRUCTION 

MANUAL 


ArmaUte AR-7 Variation . 



in from the Middle East, this smalt, lot of US, A R'7 survival 
rifles is unique. These rifles iWe been sanitized; Discreetly marked with 
importer's name, etc. and orjgmdl serial number. These rifles are in like new condition, each 
comes complete with three, original 7-md. magazines ( one with rifle, plus two extras). 


, General Safety 

DANGEROUS WEAPONS: PISTOLS* REVOLVERS, SHOTGUNS and RIFLES are 
classified as FIREARMS or DANGEROUS WEAPONS and are sold by us with the 
specific understanding that we are not responsible in any manner whatsoever for their 
improper or negligent handling or resale under local laws and regulations. 

Briklee Trading Co. shall not be responsible in any manner whatsoever tor malfunc¬ 
tioning of the firearm, or for physical injury or property damage, resulting in whole or 
in pan from (1 ) Criminal or negligent discharge, (2) improper or careless handling, (3) 
unauthorized modifications, {41 defective, improperly hand loaded or reloaded ammuni¬ 
tion, (5) corrosion (6) neglect or (7) other influences beyond our dtrecr and immediate 
control. 
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"his limitation applies regardless of whether liability is asserted on the basis of con- 
raet, negligence nr strict liability {including any failure to warn}. Under nocircum- 
tanee shall Rriklee Trading Co. be liable for incidental or consequential damages, such 
s loss of use of property, commercial loss and loss of earnings or profits. 


"HE 10 COMMANDMENTS OF GUN SAFETY 

) ALWAYS treat every gun as if it were loaded. 

) ALWAYS be sure the barrel is clear of any obstruction. 

■ ) ALWAYS be sure of your backstop, what lies beyond, and the safety of 
bystanders before you shoot. 

) ALWAYS use clean, dry, original factory made ammunition of the proper type 
and caliber for your gun. 

i) ALWAYS wear ear protection and shooting glasses when shooting, 
i) ALWAYS carry your gun so that you can control the direction of the muzzle if 
you fall or stumble. 

') ALWAYS leave the safety on until you intend to fire, 

J) NEVER leave an unattended gun loaded. Guns and ammo should he stored sepa 
rate, locked if possible, beyond the reach of children & careless adults. 

0 NEVER allow your firearm to be used by anyone who has nor read this 
instruction and Safety Manual. - 

.0) NEVER, NEVER, EVER point any gun, loaded or unloaded, unless you intend to 
shoot. 

JSE OF THE SAFETY: Your firearm comes equipped with an effective, well designed 
afety device. HOWEVER, NEVER RELY COMPLETELY ON ANY SAFETY MECH¬ 
ANISM, It is NOT a substitute for cautious gun handling. NO safety, however positive 
>r well designed, should be totally trusted. Like all mechanical devices, the safety is 
.uhject to breakdown malfunction and can be adversely affected by wear, abuse, dirt, 
■ottos ion, incorrect assembly, improper adjustment or repair, or lack of maintenance. 
Moreover, there is no such thing as a safety which is “child-proof 1 or which can com- 
detelv prevent accidental discharge from improper usage carelessness, or horseplay. 
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Field Stripping 

1 ) To Field Strip the AR-7, Begin by removing rhe magadne by pushing the magazine release 
lever located on the inner lefr side of rhe trigger guard 

2) Pull the cocking handle to the rear, and inspect the chamber to assure the AR- / is unloaded. 

3} Allow the holt assembly to move foreword. Tire barrel is retained by a knurled collar which 
is threaded onto the front nf rhe receiver Turn the collar counter-clockwise until it is free of rhe 
receiver, and remove the bane! toward the from. Note the guide or key or. top of rhe barrel, which 
mates w ith a slot in the top of the receiver extension. 

31 To remove the bolt; With the barrel removed, gently relieve the pressure on the bolt assembly 
by pushing back the bolt. With the pressure relieved, the cocking handle cun be easily pulled free 
of the bolt assembly■ The bolt assembly and recoil springs can then he removed for cleaning. 

4) Disassembly past this stage is unnecessary for general maintenance, and should only be attempt¬ 
ed by a competent, qualified gunsmith. 

Special Features 

1 ) Your AR-7 has been fined with a collapsible stock in lieu of the floating survival style stock 
normally provided with the AR-7. This Gun will not Float! 

2) To extend or collapse your AR-7s telescoping stock, Push down on rhe rear of the stuck release 
located directly behind the receiver; Pull out on rhe stock while holding rhe release down to 
extend rhe stock, Push in on rhe butt of the stock while holding rhe release button down to retract 
the stock. 

3) The pistol grip on your AR-7 can be removed to facilitate easy storage. To remove the pistol 
grip assembly, Tum your AR-7 upside down, (Pistol grip UP) Depress the pistol grip release but¬ 
ton located at the rear of the pistol grip with a punch, or similar device. Pull back on the pistol 
grip assembly until it slides off. 
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'Stock Number ...GU-0519 ' 

Manufacturer....Armalite Corp. 


Rifle Open.35.5” 

Rifle Clased. ....27.0” 

Finish.Black Enamel 

Weight.4 lbs 

__I_ y 



1) Barrel fitted integral muzzle brake / flash 

HIDER, 

2) RETRACTABLE WIRE STOCK. 

3) FITTED WITH RUBBER CAPPED, FULL PISTOL GRIP WITH 
STORAGE COMPARTMENT. 

4) BARREL FITTED WITH SLING SWIVEL. 

5) STOCK FITTED WITH RARE, DETACHABLE, 

SPRING STEEL MAGAZINE HOLDER (HOLDS 2 MAGS). 

6) BREECH FITTED WITH HEAVY RED PLASTIC DEVICE 
WHICH WHEN INSTALLED, COVERS THE RIFLE SAFETY 
AND KEEPS BOLT FROM BEING RETRACTED. 

7) INCLUDES ADJUSTABLE WEB SLING 



WHEN SHOQTSNG 
tit T? ■‘7’ W? T' 

YOUR EYES & EARS 

JirrkLtr Irvdiiyi Ctf. 


Reside Dr, Ste 373. Sherman Oaks CA 91423 TEL; (818) 44a-2745 FAX: 1818. 401-3299 






















